To:  Stevenson,  Peter[Stevenson. Peter@epa.gov];  Myers,  Craig[Myers. Craig@epa.gov] 

From:  Faulk,  Libby 

Sent:  Sat  8/8/201 5 1 0:51 :25  AM 

Subject:  FW:  NN  Notification 


Thought  this  might  be  of  interest  to  you. 


Libby  Faulk,  Program  Manager 

Public  Affairs  and  Community  Involvement 

US  EPA,  Region  8 

1595  Wynkoop  Street 

Denver,  CO  80202 

faulk.libby@epa.gov 

303-312-6083 


From:  Russo,  Rebecca 

Sent:  Friday,  August  07,  2015  12:53  PM 

To:  Gray,  David;  Mitre,  Alfreda 

Cc:  Smith,  Paula;  Card,  Joan;  Faulk,  Libby;  Peterson,  Cynthia 
Subject:  FW:  NN  Notification 


R6  Senators  asked  about  Navajo. . . Flere’s  what  R9  is  doing. 


Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 
Office:  303-312-6757 
Cell:  303-204-1930 
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From:  Zito,  Kelly 

Sent:  Friday,  August  07,  2015  12:46  PM 
To:  Russo,  Rebecca 
Subject:  NN  Notification 


From:  Li,  Corine 

Sent:  Friday,  August  07,  2015  11:17  AM 
To:  Strauss,  Alexis 

Cc:  Woo,  Nancy;  Montgomery,  Michael 
Subject:  Drinking  Water  in  AZ  and  NN 


Both  ADEQ  and  Navajo  Nation  drinking  water  program  have  been  contacted  and  provided  with 
maps  and  the  recent  situation  report.  Unlikely  AZ  would  be  impacted.  Navajo  Nation  EPA  let 
us  know  that  the  water  being  served  to  potentially  affected  communities  is  safe.  See  statement 
from  email  that  I received  this  morning  from  NNEPA 


I have  contacted  NTUA  regarding  the  Mexican  Hat  Water  Treatment  Plant  and  NTUA  stated  that  the 
intake  at  the  river  has  been  shut  down  for  a few  days  due  to  high  turbidity  levels  in  the  San  Juan  River. 
Water  was  being  hauled  from  an  adjacent  water  system  to  provide  water  to  residents  of  the  Mexican  Hat 
water  system.  Also,  the  NTUA-Farmington  Rural  Regional  Water  System  which  includes  the  communities 
of  Nenahnezad,  San  Juan,  Upper  Fruitland,  Hogback,  Shiprock,  Cudeii,  and  Beclabito  receives  it  drinking 
water  from  the  City  of  Farmington,  NM.  The  City  of  Farmington  released  this  statement,  "Farmington’s 
drinking  water  remains  unaffected,  and  the  water  supply  intake  pumps  for  City  of  Farmington  water  supply 
remain  shut  down. " Therefore,  there  is  no  immediate  threat  to  the  drinking  water  systems  for  all  Navajo 
Nation  communities  along  the  San  Juan  River. 


Kelly  Zito 

Director  of  Public  Affairs 

U.S.  Environmental  Protection  Agency  - Region  9 
San  Francisco,  CA 
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Office:  415.947.4306 


Mobile:  415.760.9171 


Web:  EPA  in  the  Pacific  Southwest 
Twitter  https://twitter.com/EPAregion9 
Facebook  https://www.facebook.com/EPAregion9 
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